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Lowering "Absolute Zero" 

May 13, 2019 | HEALTH, RESONANT PHYSICS 

Could probably get it down to about 278 degrees (Celsius) in a fully-closed system 
(Minimal electromagnetic radiative presence/transmission). 

[For whatever that's worth]. 
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